USDA 



United SHates Deparimenr of Agriculture 
Animal and Planl HdaHh liiafnclion S^arvica 3441^ in^ 

Inspection Report 


DEMISE HUNTER 

Customer ID: 3&021 


Certificate; 61-B-0123 
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HICKOflV. KY 42051 

Dale; Aug-£0-£00& 


3,10 

WATERING. 


Sec. 3.10 Watering, 

II pdtable waler ia rioL conlinually available le Ihe do^a and data, i1 must be bFlered Id IItb daga and cala aa dFlsn as 
necessary to ensure lt*eir health and well-being, but not less than twice daily for at least 1 hour each time, unless 
JE^lricted by the attending veterinarian. Waler re«?ep1a[;le5 musl be kept clean and sanitized in acdpr-tjan^se with Sec- 
3.1 1(b) of this subcfirt, and before belr>g used to water a different dog or cat or social gnouplrrg of dogs of cats. 


All of the watef bowls wore dirly with dirt, rocks, leaves and debns. Many of Uhe water bowls had a slime layer on the 
side. 


II is important lo the health and well-being of the animate lo have access to clean potable water at least two times a 
day ior one hour. 

The weler bowls should be cleaned and sanitijed al leas! once every S weeks and the dogs should be olfered dean 
potable water at least 2 lim&s a day. 

Correci by: August 25, 2008. 


3,11 (a> (1) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 

Sec. 3.1 1 Cleaning, sanitization, housekeeping, and pest conirol 

(a) Clearting ol primary endosures. Ejidrela arid food waste must be rsiiiovaO Irom primary endosures. daily, and 
from under primary enclosures as often as necessary to prevent an esfcessive accumulation of feces and food waste, 
lo praveni stjiling nl the dogs or oale cpritained in ibe primary enpckjsures, and Id reduce disease hazards, insects, 
pests and odors. When steam or water Is used lo clean Ihe primary enclosure, whelher by hosing, flushing, or other 
meihods, dc^s end oats must tw removed, unless the er^closure ig large enwph to ensure the animals would r>o1 be 
harmed, wetted, or dielressed In Uta process.. Slandir^ water musi be removed irom the primary enclosure end 
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animals in other primary enclosures miist tie protecled from being contaminated wilb water and other wastes daring 
1ha cleaning. Tfia pans under primary encbauraa with giill-1ypa lloora arid the ground area£ under raised runs wilh 
mesh or slatted floors must be cleaned as often as necessary to prevent accumulation of (eoes and lood waste and to 
raduqe disease hazards pesla, in&acta and Qdgrg.<b) Sanitizalign qf primary enclpsurqg and load and wafer 
receptacles. 

(1 5 Used primary enclosures and food and water receptacles must be cleaned and sanitized in B.ooordance with this 
section boforo they can be uaod to ftousa. feod. or walor anolhar dog or cat, or social grouping of doga or cats. 

All of the pririTkary encfosuro^ had a heavy accumulalidn of taca^, dirt arid old lood in them. Thera was axcassiva 
accumulation of hair on the primary endosures and on the floor in the Sundowner and Utility Kennels, 

It Is Important to the health and wall-baing of the dogs to live in a dean and sanitary environment. 

All of the primary endosuros should be cleaned daily and samtiied as ottan as necessary to prevent the 
accumulation of dirt and hair 

Correct by August 25, 2006 , 

This Inspection and exit lr>terview occurred with the owner. 
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DEMISE HUNTIER 
HUN-nER KENNEL 
2£4 KIMBLE ST 


HICKOFIV. KY 4S&51 


Customer ID; 39021 
Ceftificale; 61-B-0123 
Site; 001 

HUNTER KENNEL 

Type; ROLniNE INSPECTION 
Dale; May-^1-£006 


No oon-compliant items observed on this inspection, 

This inspection and exil interview occurred with Ihe owner 
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3,10 

WATERING. 


II potable waier is not coniirtielly available to the dogs ana cats, it must be offered lo ihe clogs ar»d cats as often as 
to ensure Ifnir healih arid wtell-being, but nd1 less 1tian twice daily lor at Idad 1 br^ur eadi lime, unless 
reslricted by the attending veterinarian. Water receptacles musi be kept clean and sanitized in accorcJance with Sec. 
3-1 l(b!l [?l this wtip^rtf and Ijofora being used fg waior a differemt dog gr gat gr aggipl grouping pf dogs or oatS- 


All of tbe water bc^wlg on the premises, except the nursery rocm, were Irozen so lh»e clogs could not drink. All gf the 
waJer bowls on the premises woro dirty and needed lo be cleaned. 


II is important lo Ihe Health and well-being of 1he dogs to access to wafer al leasi twice daily and be kepi clean. 

All of Ihe water bowls should be cleaned and sanilized at least gnoe every 2 waeks. The dogs should Have potabla 
waJer dfared aJ least twice daily for 1 hour at a lima minimum. 

Cerred immediately. 

3,11 (a> (1) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PESTCOMTROL, 

(a> Cleaning ol primary enclosures. Errcreta and Food waste must be rerrK>vi5d Irom primary enclosures daily, and 
1rem under primary enclosures ae oflen as neoeseary to prevent an ejiioassive accumulalidn of lecee and lood waste, 
to prevenl soiling □■f the dogs or cals contained in the primary enclosures, and to reduce disease hazards, insects, 
pesle and odors. When gteam or wafer is used lo clean Itia primary enclosure, whelber by hosing, flushing, gr other 
methods, dogs and cats must be removed, unless the enclosure Is large enough to ensure the animals would nol bo 
harmed, wetted, or distressed in the process. Standing water musi bo removed trom the primary enclosure and 
animals in other primary enclosures, must he protacied from being contaminated wilb water and other wastes during 
the cleaning. The parrs under primary enclosures with grill-type HodfS and the ground areas under raised runs wi|h 
mash or slaitad Hoors muet ba cleaned as often as neoassery to prevent accumulation o1 lacea and lood waaie and to 
reduce disease hazards pests, inseds artd odors .<b) Sanitization of primary enclosures and lood and water 
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receptacles, 

(1 ) Used primarv andoauras and load and walar rBoaplaalaa mual ba alaariad arxl aaniliziad in aocordanaa with thia 
section beftne they can be used to twuse, Feed, or water anoltief dog or cal, or social grot^ping of dogs of cats. 

All of tne primary endosurss, e«cspt lh& nursery room, had a Heavy aaximolation of feces, din and old lood In Ihem. 

II is important lo iho fualth and waH-baingi of iho dogs to livo lin onvironmonis wliich havia iHa' locas. dprt and old food 
cleaned daily. 

AH of the primary endosures in all o1 the kennels, excepl the norsery room, skjold be cleaned daily of feces and dirt, 
Correct Immediately. 

This inspection and axil hterviaw oocurtad with iFia owner. 
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DEMISE HUNTIER 
HUN-nER KENNEL 
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HICKOFIV. KV 4S&51 
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3,11 (a> 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 

This amended inspecticin report corrects the inspedion of January 30, 2006, 30021 cug|i5mer_td, 344096 
irlspBCliOrtJd, 45721 ailejd. 

Sec. 3.1 1 Cleaning, sanitizalign, hnusekeEpiiog, and pest cenlrgl. 

(a) Cleaning ol primary enclosures. Eircrata and food waste must t>e removed from primary snclosuras daily, and 
from under primary enclosures as often as necessary to prevent an eKcessive eccumulalion of feces and food waste, 
10 (iravainl scHling ^ thd dogs or cals cootamed in Uha primary ^nclcsuroa. and to roduca disease hazards, linsects, 
pests and odors, When steam or water is used lo dean Ihe primary enclosure, whelher by hosing, flushing, or other 
malhods, dogs and oat-s musi be removed, unless the enclosure is large enough te ensure Ibe animals, would noi be 
harmed, wetled, or distressed in iJhe process. Standing water musi be removed irom the primary enclosure and 
animals in other primary enclosures must be protecled From beir^ contpminiated ^vi|b water and oltipr wastes during 
the cleaning. Tlie pans under primary enclosures, with gnlhtype lloofs and the ground areas under raisad runs wllh 
mesh cf slatted floors must be cleaned as often as necessary to prevent accumulation of leoes and lood wggie and to 
iraduoa dieaasa hazards pests, inaacjs and odors,(b) Sanitizalicin of primary enclosures and food arxl water 
receplacles. 


All of the primary enclosures, except the nursery room, were heavily soiled with feces, d«rt and okJ lood. The 
excessive accumulation ot described waste was nof enough to prevent soiling el the dogs and the reduction of 
disoaso hazards, Insacls, pasts and odrtrs. The konnals smailsd d dog manura. 

II is imporLshL lb the hsalth and wsll-bsingi of the animals to live in a dean and sanitary enviranmant. 

All of the primary enckigures should harve eKcrela end lood wesles removed deity and under the primary Efiqlgsures 
often enough to prevent the excessive accumulation of feces, food wastes and did. 

Correct immediately. 
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